INTRODUCTORY                                  7

showed that the formula not only gave erroneous results, but
actually reversed the relation of combustibles. In one case cited

tho heatH ac.tually obtained by a calorimeter were 8813 and 8750,
while by the litharge teat they were 7547 and 7977. The results
were not only low, but reversed the ratio*

Thin method in allowable only in eases where the crudest
approximations are desired and where no analyses or calori-
metrie tests can possibly be made.Used,- Thin In tlit*
